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Rl ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸಂಖ್ಯೆ 1795 
ಸದಸ್ಯರ ಹೆಸರು ಶ್ರೀ ಮಂಜುನಾಥ್‌ ಭಂಡಾರಿ (ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಗಳ ಕ್ಷೇತ್ರ) 
ಉತ್ತರಿಸಬೇಕಾದ ದಿಸಾಂಕ 15.03:2022 
ಉತ್ತರಿಸುವವರು : ಗಣೆ ಮತ್ತು ಭೂವಿಜ್ಞಾನ, ಮಹಿಳಾ ಮತ್ತು ಮಕ್ಕಳ ಅಭಿವೃದ್ಧಿ ಹಾಗೂ 
; ವಿಕಲಚೇತನರ ಮತ್ತು ಹಿರಿಯ ನಾಗರೀಕರ ಸಬಲೀಕರಣ ದರು 
ಕ ತ್ನ ಉತ್ತರ 
ಸಂ. 
ಅ) ರಾಜ್ಯದಲ್ಲಿ ಜಿಲ್ಲಾ: ಖನಿಜ ಪ್ರತಿಷ್ಠಾನ ಭಾರತ ಸರ್ಕಾರವು ದಿನಾಂಕ:12.01.2015 ರಿಂದ ಅಕ್ಷಯವಾಗುವಂತೆ 
ಟಸ್ಟ್‌ ಗಳು ಯಾವುವು; ಅವುಗಳ | ಎಂಎಂ(ಡಿ& ಆರ್‌) ಕಾಯ್ದೆ ಕಲಂ 98 ಗೆ ತಿದ್ದುಪಡಿ ತಂದು ಜಿಲ್ಲಾ ಖನಿಜ 
ಸ್ಥಾಪನೆಯ ಉದ್ದೇಶವೇನು: ಟ್ರಸ್ಟ್‌ ನ ಪ್ರತಿಷ್ಠಾನ (DMF) ಎಂಬ ಲಾಭರಹಿತ ಟ್ರಸ್ಟ್‌ ಸ್ಥಾಪಿಸಲು ಅವಕಾಶ ಕಲಿಸಿರುತ್ತದೆ. 
ಸದಸ್ಕರು ಯಾರು; (ಮಾರ್ಗಸೂಚಿ | ಸದರಿ ತಿದ್ದುಪಡಿಯಂತೆ ಗಣಿ ಬಾಧಿತ ಪ್ರದೇಶದ ವ್ಯಾಪ್ತಿಯಲ್ಲಿ ವಾಸಿಸುವ ಜನರ 
: ಸುತ್ತೋಲೆಯ ಪ್ರತಿ ನೀಡುವುದು) ಕಲಾಣಕ್ಕಾಗಿ ಹಾಗೂ ಪ್ರದೇಶಗಳ ಅಭಿವೃದ್ಧಿಗೊಳಿಸುವುದು ಟ್ರಸ್ಟ್‌ನ ಮುಖ್ಯ 
ಉಬ್ಬೇಶವಾಗಿರುತ್ತದೆ. 
ಕೇಂದ್ರ ಸರ್ಕಾರದ ಗಣಿ ಮಂತ್ರಾಲಯದಿಂದ ಪ್ರಧಾನ ಮಂತ್ರಿ ಖನಿಜ ಕ್ಷೇತ್ರ 
aL ಯೋಜನೆಯ (PMKKKY) ಮಾರ್ಗಸೂಚಿ ದಿನಾಂಕ:16.09.2015 
ರಂದು ಹೊರಡಿಸಿರುತ್ತಾರೆ. ಮಾರ್ಗಸೂಚಿ ಪ್ರತಿಯನ್ನು (ಅನುಬಂಧ-1) ರಲ್ಲಿ 
ಒದಗಿಸಿದೆ. 4 
ಮೇಲ್ಯಂಡ ಆದೇಶದಂತೆ ರಾಜ್ಯ ಸರ್ಕಾರವು ಎಲ್ಲಾ ಜಿಲ್ಲೆಗಳಲ್ಲಿ ಜಿಲ್ಲಾ ಖನಿಜ 
ಪ್ರತಿಷ್ಠಾನ (DMF) ಎಂಬ ಲಾಭರಹಿತ ಟ್ರಸ್ಟ್‌ ಸ್ಥಾಪಿಸಿ ದಿನಾಂಕ:05.11.2015 
ರಂದು ಅಧಿಸೂಚನೆ ಹೊರಡಿಸಿರುತ್ತದೆ. Kl (ಅನುಬಂಧ-2) ರಲ್ಲಿ 
RR NN 1ಡಣಾದೆ Rl 
ಜಿಲ್ಲಾ ಖನಿಜ ಪ್ರತಿಷ್ಠಾ my ಟಸ್‌ ನಿಯಮ ರ (ತಿದ್ದುಪಡಿ). 2018 ರ ನಿಯಮ (5) 
ರಂತೆ ಪ್ರತಿ ಜಿಲ್ಲೆಗಳಲ್ಲಿ ಜೆಲ್ಲಾ ಉಸ್ತುವಾರಿ ಸಚಿವರು ಅಧ್ಯಕ್ಷರು ಹಾಗೂ ಸದರಿ ಟಸ್ಪಿ 
ನಲ್ಲಿ ಒಟ್ಟು 19 ಟಸ್ಸಿಗಳನ್ನು ಹೊಂದಿರುತ್ತಾರೆ. ವರು ಭಾರತ 
ಸರ್ಕಾರ ಗಣಿ ಮಂತ್ರಾಲಯದ ಆದೇಶ ದಿನಾಂಕ:23.04.2021 ರಂತೆ 
ಆಯಾ ಜೆಲ್ಲೆಯ ಜಿಲ್ಲಾಧಿಕಾರಿಗಳು ಜಿಲ್ಲ ಖನಿಜ ಪ್ರತಿಷ್ಠಾನ ಟ್ರಸ್ಟ್‌ ನ 
ಅಧ್ಯಕ್ಷರಾಗಿರುತ್ತಾರೆ. ಸದರಿ ಟ್ರಸ್ಟ್‌ ನಲ್ಲಿ ಒಟ್ಟು 18 ಟ್ರಸ್ಟಿಗಳು ಹೊಂದಿದ್ದು, 
ಅದರಲ್ಲಿ ವಿಧಾನ ಸಭಾ ಸದಸ್ಯರು ಮತ್ತು ವಿಧಾನ ಪರಿಷತ್‌ ಸದಸ್ಥರು ಹಾಗೂ 
ಸಂಬಂಧಪಟ್ಟ ಇಲಾಖೆಯ ಅಧಿಕಾರಿಗಳು ಟಸ್ಪಿಗಳಾಗಿರುತ್ತಾರೆ. ಮಾಹಿತಿಯನ್ನು 
(ಅನುಬಂಧ-03) ರಲ್ಲಿ ಒದಗಿಸಿದೆ 
ಆ) | ಸದರಿ ಟ್ರಸ್ಟ್‌ ಅಡಿಯಲ್ಲಿ ಲಭ್ಯವಿರುವ ರಾಜ್ಯದ ಜೆಲ್ಲಾ ಖನಿಜ ಪ್ರತಿಷ್ಠಾನ ಟ್ರಸ್ಟ್‌ ಅಡಿ 2015-16 ರಿಂದ ಜನವರಿ-22 
ಅಸುಡಾನಷೆ್ಟ; ಈ | ರವರೆಗೆ ಒಟ್ಟು ರೂ.3159.04 ಕೋಟಿ ಸಂಗ್ರಹಿಸಲಾಗಿರುತ್ತದೆ. ಸದರಿ 
ಅನುದಾನವನ್ನು ಯಾವ ಮೊತ್ತವನ್ನು ಮುಖ ಖನಿಜ ಹಾಗೂ ಉಪ ಖನಿಜ ಗಣಿ ಗುತ್ತಿಗೆದಾರರಿಂದ 
ಮೂಲದಿಂದ ಸಂಗ್ರಹಿಸಲಾಗುತ್ತಿದೆ; ಸಂಗ್ರಹಿಸಲಾಗುತ್ತಿದೆ. ರರ್ಬ್ಮT-2016 ರ ನಿಯಮ 18(2} ರಂತೆ ಡಿಎಂಎಫ್‌ 
ಈ ಅನುದಾನವನ್ನು ಯಾವ "ಯಾವ | ನಿಧಿಯಲ್ಲಿ ಸಂಗ್ರಹಿಸಿದ ಒಟ್ಟು ಮೊತ್ತದ ಶೇ.10 ರಷ್ಟು ಮೊತ್ತವನ್ನು 
ಕಾರ್ಯಗಳಿಗೆ ಎಂಡೋಮೆಂಟ್‌ ಗಾಗಿ ಹಾಗೂ ಶೇ.5" ರಷ್ಟು ಮೊತ್ತವನ್ನು ಆಡಳಿತಾತ್ಮಕ 
ವಿನಿಯೋಗಿಸಲಾಗುವುದು; ಇದರ ವೆಚ್ಚಕ್ಕಾಗಿ ಉಳಿದ ಶೇ.85 ರಷ್ಟು ಮೊತ್ತವನ್ನು ಶೇ. 
ಸಂಬಂಧ ಹಾಲಿ . ಇರುವ | 60:40 ಅನುಪಾತದಂತೆ ಗಣಿ ಬಾಧಿತ ಪ್ರದೇಶಗಳಲ್ಲಿ ಈ ಕೆಳಕಂಡ ಅಭಿವೃದ್ಧಿ 
ಮಾರ್ಗಸೂಚಿಗಳೇನು; ಕಾರ್ಯಗಳಿಗೆ ವಿನಿಯೋಗಿಸುವುದು ಮುಖ್ಯ ಉದ್ದೇಶವಾಗಿರುತ್ತದೆ. 
ಬಾಕಿಯಿರುವ ಅನುದಾನವೆಷ್ಟು; | ಶೇಕಡ 60 ರ ಅನುಪಾತದಲ್ಲಿ ಆಯೋಜಿಸುವ ಕಾರ್ಯಕ್ರಮಗಳು: 
(ಜಿಲ್ಲಾವಾರು ಮಾಹಿತಿ ನೀಡುವುದು) | 1) ಕುಡಿಯುವ ನೀರು 
ಕ 2) ಪರಿಸರ ಸಂರಕ್ಷಣೆ ಮತ್ತು ಮಾಲಿನ್ಯ ನಿಯಂತ್ರಣದ ಅಳತೆ 
3) ಆರೋಗ್ಯ 
4) ಶಿಕ್ಷಣ 


3 


Generated from eOfice by Halappa 8 Achar. MG-MIN{HB), MINISTER, Cul SEC on 11/03/2022 04:20 PM 


Fie NOT I7637 MMM 


TSE ISTHE TSS 

6) ಹಿರಿಯ ನಾಗರೀಕರ ಮತ್ತು ವಿಕಲಚೇತರ ಕಲಾಣ 

7) ಕೌಶಲ್ಯ ಅಭಿವೃದ್ಧಿ 

8) ನೈರ್ಮಲ್ಯತೆ 

ಶೇಕಡ 40 ರ ಅನುಪಾತದಲ್ಲಿ ಆಯೋಜಿಸುವ ಕಾರ್ಯಕಮಗಳು: 
1) ಭೌತಿಕ ಮೂಲಸೌಕರ್ಯ 

2) ನೀರಾವರಿ 

3) ಇಂದನ ಮತ್ತು ಜಲನಯನ ಆಭಿವೃದ್ಧಿ . 

4) ಗಣಿಗಾರಿಕೆ ಜಿಲ್ಲೆಗಳಲ್ಲಿ ಪರಿಸರದ ಗುಣಮಟ್ಟ ಹೆಚ್ಚಿಸುವುದು 


ಮುಂದುವರಿದು, ಕೇಂದ್ರ ಸರ್ಕಾರದ ದಿನಾಂಕ:28.02.2020 ಮತ್ತು 
25.08.2021 ಅ.ಸ.ಪತ್ರದಲ್ಲಿನ ನಿರ್ದೇಶದನ್ನಯ ದಿನಾಂಕ:31.03.2020 
ಮತ್ತು 31.03.2021 ರ ಅಂತ್ಯಕ್ಕೆ ಡಿ.ಎಂ.ಎಫ್‌ ಅಡಿಯಲ್ಲಿ ಸಂಗ್ರಹವಾಗಿ 
ಬಾಕಿ (ಉಳಿದಿರುವ ಮೊತ್ತದಲ್ಲಿ 30% ರಷ್ಟು ಮೊತ್ತವನ್ನು €ಂ೪id-19 
ವೈರಾಣು ತಡೆಗಟ್ಟಲು ಉಪಯೋಗಿಸಲು ಆದೇಶಿಸಿರುತ್ತದೆ. K 

ಜಿಲ್ಲಾವಾರು ಸಂಗ್ರಹಿಸಿದ ಡಿ.ಎಂ.ಎಫ್‌ ಮೊತ್ತ, ಪ್ರಧಾನ ಮಂತ್ರಿ ಖನಿಜ ಕ್ಷೇತ್ರ 
ಕಲ್ಯಾಣ ಯೋಜನೆಗಳಿಗೆ (PMY) ಮತ್ತು ಕೋವಿಡ್‌-19 ವೈರಾಣು 
ತಡೆಗಟ್ಟಲು ವಿನಿಯೋಗಿಸಿದ ಮೊತ್ತ ಹಾಗೂ ಬಾಕಿ ಇರುವ ಮೊತ್ತದ ವಿವರವನ್ನು 
(ಅನುಬಂಧ-4) ರಲ್ಲಿ ಒದಗಿಸಿದೆ. 


“J «ay 


ಉಡುಪಿ---ಮತ್ತು”--ದಕ್ಷಿಣ "ಕನ್ನಡ" 
ಜಿಲ್ಲೆಯಲ್ಲಿ ಟ್ರಸ್ಟ್‌ ನಲ್ಲಿ ನಡೆಸಲಾದ 
ಸಭೆಗಳ ಸಂಖ್ಯೆ ಎಷ್ಟು; ಕಳೆದ ಮೂರು 
ವರ್ಷಗಳಲ್ಲಿ ಸಂಗ್ರಹಿಸಿದ ವೆಚ್ಚ 
ಮಾಡಿದ ಮತ್ತು ಬಾಕಿಯಿರುವ 
ಅನುದಾನವೆಷ್ಟು) ಯಾವ 
ಉದ್ದೇಶಗಳಿಗೆ ಈ ನಿಧಿಯನ್ನು ಬಳಕೆ 
ಮಾಡಲಾಗಿದೆ? (ಕಾಮಗಾರಿವಾರು 


ಹಿತಿ ನೀಡುವುದು) 


“ಕಳೆದ ಮೂರುಪರ್ಷಗಳಲ್ಲಿ ಉಡುಪಿ ಜಿಲ್ಲೆಯ "ಜಿಲ್ಲಾ ಖನಿಜ ಪ್ರತಿಷ್ಠಾನ ಟ್ರಸ್ಟ್‌ನ ನೌ ನಾರಾಯ 


ಒಟ್ಟು 2 ಮತ್ತು ದಕ್ಷಿಣ ಕನ್ನಡ ಜಿಲ್ಲೆಯಲ್ಲಿ 3 ಸಭೆಗಳನ್ನು ನಡೆಸಲಾಗಿದುತ್ತದೆ. 
ಸದರಿ ಟಸ್ಟ್‌ ಗಳಿಂದ ಸಂಗ್ರಹಿಸಿದ ಮೊತ್ತ ವಿನಿಯೋಗಿಸಿದ ಮೊತ್ತ ಹಾಗೂ ಬಾಕಿ 
ಮೊತ್ತದ ವಿವರವನ್ನು (ಅನುಬಂಧ-4) ರ ಕ್ರಮ ಸಂಖ್ಯೆ17 ಮತ್ತು 19 ರಲ್ಲಿ 
ಒದಗಿಸಿದೆ. 

ಡಿ.ಎಂ.ಎಫ್‌ ನಿಧಿಯನ್ನು PMKKKY ಯೋಜನೆಗಳಿಗೆ 
ವಿನಿಯೋಗಿಸಲಾಗಿರುತ್ತದೆ. ವಿವರಗಳನ್ನು (ಅನುಬಂಧ-05) ರಲ್ಲಿ ಒದಗಿಸಿದೆ. 


: ಸಿಐ 63 ಎಂಎಂಎಂ 2022 


( ಹಾಲಪ್ಪ ಬಗೆಪ್ಲೆ) 
ಗಣಿ ಮತ್ತು ಭೂವಿಜ್ಞಾನ, ಮಹಿಳಾ 
ಮತ್ತು ಮಕ್ಕಳ ಅಭಿವೃದ್ಧಿ ಹಾಗೂ ವಿಕಲಚೇತನರ 
ಮತ್ತು ಹಿರಿಯ ನಾಗರೀಕರ ಸಬಲೀಕರಣ ಸಚಿವರು 
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2 ಸುಖಂ. ೦) 


Goverment of India 
1 Ministry of Mints ಹ 
| ’ New Delhi; Shasiri Bhawan 


| 
No.16/7/2015:M. NI (Part) 
| 
+ 


ORDER 


* WHEREAS in terms of the provisions of sub-scetion (1) of ‘section 9B ‘of.the Mines aiid 
! Minerals (Developmen and Regulation} (MMDR) Act, 1957 (67 of. 1957), the State 
Govermments shall, by notification, establish a District Mineral Foundation; in every district ir in 
the country affected by mining related operations. 


AND WHEREAS mining related operations Jargely affect Jess dévalopod: and very rémotc. 
arcas of tic ‘country, and vulacrablé sections, OF: the Populatio cspeci ite ಂ 
therefore, it is Specially. necessary that spétial care and aticntion 1 devoted, | 
and structured manzet so as to ensure that these arcas and affe 
the niineral wealth in their regions arid arc empowcicd 10 impro ( 


AND WHEREAS i in texrms.of sub-section 3) of section 9B; ihe lcs fen 
the District Mineral Foundations.arc 16 ‘be prescribed by the Sta Goverhihei 


AND WHEREAS the Central Government, on a carcful considé ion of ihe nai 
opinion that the naticnal interest. ‘requires that. all District” Mincral. Fo 
imiplemem a evelopment programme. for the mining affected a 
minimum provision for the sotial and infrastructure. needs ofth 
Cental Govehuncnt ‘has, accofdingly, framed. ihc Pradhan {Man i Kh 
Yojana to be dmplcimenied, by the Disirici Miriéral. Foundations rom, the : 

them in tcrns’of the MMDR Aci: 1957. ' 


NOW THERE FORE the Central Goverment, in ‘exercise ofthe 
section 20A. of the NIMER. Act 1957, in the national Soterést Here! 
Sime Govciimeats 1o incoiorate the “Pratihan Maniri Khanij, 
details of which are ‘annexed hercwith) i into .the rules framed by them for the ‘District Mineral 
Foundations and.{6 implemen the said Scheme. 


SGN 


Enctosures-Detsils ofthe Pradhan hlantri Khanij Kshotrn Kalyan Yojand (6 Pages). 


l. Chief Secretaties of all States ಲ 
‘2. Administrators of Union Territories. 


EN 


| Copy for information to: K 
1 PS 10 Minister for Sizel and Mincs; PS ig Minister of Start for Sct and Mines; PPS to 
: Secrerary (Mincs $) AL 


1 


HL 


2) Affected people 


a. fhe following should include as directly affected persons: 
a} “Affected family’ as dcfined under Section 3 (¢) of the Right 10 Fair 


Compensation and Transparency ‘in Land Acquisition, Rehabilitation 

and Resettlement Act, 2013 

isplaced family’ as defined uader Section 3 (k} of the Right to Fair 
Compensation and Transparency in Land Acduisition, Rehabilitation 
and Rescitlement Act, 2013 | 

c} Any other as appropriately identified by the concerned gram sabha. 


b. Persons affected by mining should include people who have legal and 
occupational rights over the land being ‘mined,’ and also those with usufruct 


and traditional rights 


c. Affected families should be identified, as far as possible, in consultation with 


local/elccted representatives of gram sabha. 


d. The DMF shall prepare and mainiain an updated list of such affected 


persons/local communities. 


ಘಃ Utilisation of Funds 


CY » § 


The PMKKKY may cover the activities listed below: 


Bish priority arcas -- at least 60% of PMEKKKY funds to be utilized under these 


[A 


als: 


a. Driaking water supply —centralized purification systems, water treatment 
plants, permanent/temporary water distribution network including standalone 
facilities for drinking water, laying of piped water supply system. 


b. Environment preservation and pollution controt imcasures- effluent 
weatment plants, prevention of pollution of streams, lakes, ponds, ground 
water, other water sources in the region, measure for controlling air and dust 
pollution caused by mining operations and dumps, mine drainage system, 
mine pollution prevention technologies, and measures for working or 
abandoned mines and other air, water & surface pollution control mechanisms 
eRnired for environment-friendly and sustainable mine development. 


[ He: aith care the focus must be on creation of primary / secondary health care 
ies in the affecicd areas. The emphasis should not be only on the 
‘ucture, but also on provision of necessary 


f 


creation of the health care infr 


staffing, quired for making such facilities effective. 


equipment and’ sipplies 


ANNEXURE 
Pradhan Mantei Khanij Kshetra Kalyan Yojana (PMKKKY) 


The Pradhan Mantri Khanij Kshetra Kalyan Yojana (PMKKKY) will be implemented by the 
District: Mineral Foundations (DMFs) of the respective districts using the funds accruing to 
the DMF. The overall objective of PMKKKY scheme will be (a) to implement various 
developmental and welfare projccts/programs in mining affected areas, and these projects/ 
programs will be compiementing the existing ongoing schemes/projects of State and Central 
Government; (b) to minimize/mitigate the adverse impacts, during and after mining, on the 
environment, health and socio-¢conomics of people in mining districts; and (©) to ensure 
long-term sustainable livelihoods for the affected people in mining arcas. 


fi. - Identification of affected areas and people to be covered under the PMKKKY 


1) Affected arcas 


a. Directly affected areas — where direct mining-related operations such as 
excavation, mining, blasting, bencficiation and waste disposal (overburdened 
dumps, tailing ponds, trawsport corridors etc.), etc. are located. 

a) Villages and gram panchayats within which the mines arc situated and 
arc operational. Such mining areas may extend to ncighboring village, 
block or district on even state. 

b) An area within such radius from a mine or.cluster of mines as may be 
specified by the State Government, irrespective of whether this falls 

"within the district concerned or adjacent district. 

c) Villages in which families displaced by mines have 
reseitled/rchabilitated by the project authorities. 

d) Villages that significantly depend on the mining areas for meeting their 
economic needs and have usufiuct and traditional rights over the 

“project areas, for instance, for grazing, collection of minor forest 
produce etc. should be considered as directly affected arcas. 


b. Indirectly affected areas Those arcas where local population is adversely 
affected on account of economic, social and environmental consequences due 

- to mining-related operations. The major negative impacts of mining could be 
by way of deterioration of water, soil and air quality, reduction in stream flows 
and depletion of ground water, congestion and pollution due to mining 
operations, transportation -of minerals, increased burden on existing 


infrastructure and resources. 


c. The DMF shall prepare and maintain an updated list ‘of such directly and 
indirectly affected areas by mining related operations. 


d. 


» To that extent, the effort should be to supplement and’ work in convergence 
with the existing health care infrastructure of the local bodies, state and 
Central government. The expertise available with the National Institute of 
Miners’ Health may also be drawn upon to design special infrastructure 
nceded to take care of mining related ilinesses and diseases. Group Insurance 
Scheme for health care may be implemented for mining affected persons. 


Education — construction of school buildings, Additional class rooms, 
laboratories, Libraries, Art and crafts room, Toilet blocks, Drinking water 
provisions Residential Hostels for students/teachers in remote areas,, sports 
infrastructure, engagement of teachersfother supporting staff, e-learning setup, 
other arrangcment of transport facilities (bus/van/cycles/rickshaws/etc.) and 


nutrition related programs. 


Welfare of Women and Children- Special programmes for addressing 
problems of matemal and child health, malnutrition, infectious diseases, etc. 
can be taken up under the PMKKKY. 


Welfare of aged and disabled people — Special program for welfare of aged 
and disabled people. 


Skill development—skill development for ‘livelihood support, income 
gencration and economic activities for local eligible persons. The projects / 
schemes may include training, development of skill development center, self- 
employment schemes, support to Self Help Groups and provision of forward 
‘and backward linkages for such self-employment economic activities. 


Sanitation— collection, transportation & disposal of waste, cleaning of public 
places, provision of proper drainage & Sewage Treatment Plant, provision for 
disposal of fecai sludge, provision of toilets and other related activities. 


Other. priority Areas — Up to 40% of the PMKKKY to be utilized under these 


heads 

a. Physical infrastructure - providing required physical infrastructure - road, 
bridges, railways and waterways projects. 

b. Irrigation - developing alternate sources of irrigation, adoption of suitable 
and advanced irrigation techniques. 

c. Energy aud Watershed Development - Development of alternate source of 
energy {including micro-hydel) and rainwater harvesting system. Development 
of orchards, integrated farming and economic forestry and restoration of 
catchments. 

d. Any other measures for enhancing environmental quality in mining 


district. 


2) General guidelines 


4. 


The developmental and welfare activities to be taken up under the PMKKKY 
should be, as far as possible, in the nature of complementing the ongoing 
sehemes/projects being funded by the State as well Central Government. 
Activities meant to be taken up under the ‘polluter pays principle’ should not 
be taken up under the PMKKKY. However, without prejudice to the powers of 
the Foundation, efforts shall be made to achicve convergence with the State 
and the District Plans so that the activities taken up by the Foundation 
supplement the development and welfare activities and are treated as extra- 
budgetary resources for the State Plan. 


An amount nol excceding 5% of the annual receipts of the Foundation subject 
io an upper limit fixed by state government may be utilised for administrative, 
supervisory and overhead costs of the Foundation. As far as possible, no 
temporary/permanent posts should be created under PMKKKY. Any creation 
of temporary/permanent posts and purchase of vehicle by the foundation shall 
require prior approval of the State Government. However, minimum required 
statf can be engaged on contractual basis. 


if the affected area of a mine in one district also falls in the jurisdiction of 
another district, such ‘percentage of amount collected from the mine by the 
Foundation, as may be decided by the Government, shall be transferred to the 
Foundation of the other district concerned for taking up the activities in such 
areas. A project that is -for benefit of the affected arca/ people, but stretches 
beyond the geographical boundary of the district should be taken up under the 
PMKKKY after obtaining prior approval of the State Government. Projects 
for development of cominon infrastructure like construction of roads, bridges 
etc. in excess of the limits specified in regard to the priority for fund 
utilization, on a case to case basis, may also be taken up for projects of 
importance to the District. The prior approval of the State Government need to 
pe taken, with intimation to the Central Government, before taking up such 
works in excess of the limits of fund utilization. 


A reasonable sum of the annual receipts should be kept as endowment fund for 


providing sustainable livelihood. 


Special provisions for scheduled areas 


‘The process to be adopted for utilization of PMKKKY funds in the scheduled areas 
shall be guided by the provisions contained in Aiticle 244 read with Schedule V and 
Schedule VI vo the Constitution relating to administration of the Scheduled Areas and 
‘rribal Areas and the Provisions of ‘the Panchayats (Extension to the Scheduled Areas) 
Act, 1996 and’ the Scheduled: Tribes and Other Traditional Forest Dwellers 
(Recognition of Forest Rights) Act, 2806. 


In respect of villages affected by mining situated within the scheduled areas: 
(i) Approval of the Gram Sabha shail be required 
ay for all plans, programs and projects to be taken up under PMKKKY. 
b) identification of beneficiaries under the existing guidelines of the 
Government. 


(i) Report on the works undertaken under PMKKKY in the respective village 
shal! be furnished to the Gram Sabha after completion of every financial 


year. 
{Gram Sabha will have same meaning as assigned to it for the purpose of 
implementation of the Provisions of the Panchayats (Extension to the Scheduled 


Areas) Act, 1996 (Act 40 of 1996)] 


Implementation of Works / Contracts 
() Works /go0ods may be procured by the DMF after following the due procedure 
prescribed by the respective state governments for such procurements. 
(ii) Transfer of fund to all agencies and beneficiaries shall be into their bank 


account. 


Compliance of Transparency ; 

()) Each Foundation will prepare and maintain a website on which, inter-alia, 
following information will be hosted and kept updated:- 
{i Details of composition of the DMF/bodies of DMF {if any). 
(ii) List of areas and people affected by mining. 
{iii} Quarterly details of all contributions received from lessees and others. 
(iv) All meeting agenda,. minutes and action taken reports (ATRs) of the 

DMF. 

(¥) Annual Plans and budgct, work orders, Annual Report. 


- (¥1) Online status of ongoing ‘works — implementation status/progress of all 
the 'projects/programs being undertaken under PMKKKY should be 
made available on the website, including description of work, details of 
beneficiaries, estimated cost, name of implementing agencies, expected 
date of commencement and completion of work, financial and physical 


progress tuipto last quarter etc. 
(vii List of beneficiaries under various welfare programs. 


(viii) Voluntary disclosures under, RY! Act. 


6. Audit 


ky) 


The accounts of the DMF shall be audited every year by thie Chartered Accountant appointed 
by t 
shali be placed in the public domain alongwith the Annual Report. 


by the DMF, or in such other manner a5 the Government may specify, and the report thereof 


7. Anuual Report 


a. Every year, within three months from the date of closure of the financial year, the 
DMF shall cause to prepare an Annual] Peport or js activities for the respective 


Financial year and place it before the DMIF. 

‘5. The Annual Report will be submitted 10 the Govemment within one month from 
ihe date of its approval by the DMF and will also be hosted on the website of the 
Foundation. 

¢. The Annual Report of cach Foundation shall be laid before the State Legislative 


Assembly. . 
sk 3% kok 


Nernateka Goverhrucot Sécretarnat 


Wkass, Soudha 
Dengalore, Dated: 05/11/2015 
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2 District 1 Miner al Fourcdation 
WE by y mining operations. 


Goverment im exercise of the power conferred 
, 157, in the national interest directed all 
& vide its oder daied 169 3e ptenaber 2015 


, Whe < rena C 


Geology has reported that mining 
ke, and therefore, cach District 


2 district affected by mining 


PORE, in exercise of power conferred under section 9B of the 
uerals{Devclopment and Regulation} Act, 2015, the State 
notifies the establishmert of District Mineral Foundation in 
Districts of Karnataka and it shall be decumied that they have 
istence with effect feenn the 12 day of January, 2015. 


By Order in the Narne of 
Governor of Kamataka 


ಸ mime a [E 
Deputy Secretary to Governtnent(Mincs), 


ಮಿ ME Commerce and Indnstiies ರಲ್ಲಿ 
ಸ್‌ pi ೪ 


: ದಾಟಿ te to F publish ix the Special Gazette and to-supply 
actorate of Mines and Geology, 


Accountant General (ASE, Karmataka, Bangalore. 

; Ohief Secretary to Goverment, Vidh ana Soudha, Bangalore 

Addl. Ciel Secretary to Howble Chief Minister, Vidhana Soudba, 

She Addl Secretary, Miistiy of Mines, Govt., of India, Shastri Bhawan, New Delhi. 
atary to Covt (Budget i Res es) Finance Dept. Vidhann Soudha. 

2 Principal Seoretary to Govt. PardiarDentery Afteirs & Legislation Dept. 

al Secretary to Govt. Law, Justice and Human Righta Dept. 

The Director, Dept, of f ML nd Geology, Khanije Bhavan. 


ಪ, 
Al tae ರ 


pO 
ಸದ 
[3 


p 


~m 


Districts (Karnataka). 

clogist of Mines & Geology of the Districts. 

| industries Departrncnt, Vikasa Soudha. 
Dept. Vikasa Soudhe 


ಬ್ಯ 


Re 


zoe and Industries 


A 


K. Mo. HH2021M. IN 
| GOVERNMENT OF INDIA 
MUPUSTRY OF. MINES 


New Dcihi, Shastri Bhawan, 
Dated the NpE202 


ORUER 


WHEREAS sub-section (1) af Section 9B of the Mines and Minerals (Developmem and 
Regulation) Act, {957 {67 of } 1957), mandates that the State Govctnmcots shall, by 
{riot Mineral Foun dation in every district in the country 


notification, establish a Is 
affected by mining related aporations. 


AND WHEREAS sub-section (3) 9 


and functions of the 


State Government. 


ct, Slates that" the” 


AND WHEREAS the peowisio to sab-scc 
Cental Government mey give directions Tegdrding.composition and utilization of fund by 


the District Mineral Founderticn. 


AND WHEREAS iL is observed thos composition of Governing Council atid Managing 
Committee of Distrio! Alineral Fund DMF} varies from State to State, especially wich 
respect to Chairman af ¢ Overpning Council and Marmging Committee as well as inclusion 
of Members-of Parliamernt in the Govcming Council. ' 


AND WHERE the DMF js meintte work for initcrost id bone’ it of persons. and area 
affected by ‘mining related operations within, the distriet, isn that the, 
ive head of the district: is the Chairman of. the DMF. .and. the clected 
district are included ‘as membeis of 


administr: 
reprosentatives of mining affected area in the 


Goveming Council. 


al Government, in exercise of the powers conferred under the 
ವ Devel opment and 


THEREFORE, the Cen 
proviso of sub-section (3) of Section 9B of the Mines and Mineral 
Regulation) Act, 1957, hereby directs the State Goveriimonis and Union Territories {0 


incorporate the following in the rules regulating the composition of Governing 
and Managing Comunittee of District Mineral Foundation with immediate offtot. 


The Chairman of Governing Council and Managing Committe shall be District 
Magistrate? Deputy Commissioner! District Collec of the district. No other 
person can function as Chairman of the Governing Council and Managing 
Committee. 4 
2. Member of Parfiament MP), Lok Sabha of the district shali be « meinber of the 
v, there are mare than one MPs of Lok Sabha in a 


Coverning Council Inc 


disirict all MPs of Lok Sabha of the districts shall be menxbers of the Governing 
Council. ' 

im case, the constituency of one MP of Lok Sabha falls in morc than one districts, 
ihe MP of Lok Sabha shall be member of the Governing Council of all such 


[oN 


cdisiricts. - 

4. MP of Rajya Subha from a State shall be a member of thc Governing Council of 
one district solected by himfher. (The Rajya Sabha MFP shell intimate name of the 
distri selected by himdher to the Secretary in-charge of Mining Department of 
tha Site who in tun shall inform the concerned District Magistrate! Deputy 
Comunsisgionerd District Collector} | 


5. The Membcis of Legislative Assembly (MLAs) of the district shall be membors of 
the Goveining Council. 

§. The Members of Legislative Council of the State (MLC) shall be a member of the 
Governing “Council of onc district selecteg: by himylier. (The MLC shall 
falimate tine of the district selected by himther to the Secretary in-charge of 
Mining Depiivtmenl af the State. who in navn. shell inform the concerned. District 
Mugistrttc! Deputy Cominissioners District Collector} 


Any meeting of Govctning Council or: Managing Committee of District Mineral 
Foundation of a district held ‘after issue of this order will be held with composition as 


i 


(Sanjay Lohiya) 
Additional Secretory to the Government of India 


mandated above. 


Ta, 
1. Chief Secreid 


2. Administrators of Union Territorics, 


ss of all States, 


Copy for. infoemation to: 


pS to Minister For Mines; PPS to Secretary (Minés) 
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iy of mune vilare | Dakshina kannada | Drinking water Supoly 150 34 completed 
pment: Kallert ಸ p 
tl of j Dakshina kannade Physical_ infrastructure 4.00 4.00 Completed 
alr orkito DKZP TSE” ಬ - 4 
schooland Toilet at ಭಾರತ | ನಂ 2.50 250 Completed 
Road Repair Work Kom i 
ಭತ! fdapodar | Physical infrastructure 5.00 5.00 Completed 


Pe 


TTT ಗಿ pn ಮಾನ - 
್ಲ popu ei. | Osishiva sonnada | Bantwal Aaniathy physicat_Infraskeucture 4 3.50 Complet. 
Repairs of Kolding st Govt pF g yy ಸ Kak p 
45 [itigher primary school Dakshina Hannada Suilia |} Markanja fducation 200 2.00 Completed 
Fowod: Road of Rallarmundkiiru 4 
66 village Dat:sthina kannada Mangalore Kallamundkurs | Physical tnfrastructure 5.00 5.00 Completed 
Repo WTS OEIP ASNT 71 ಗಾ A - ್ಯ 
a los Gold Dakshina kannada Bantwat Veerakamba Lducation 2.50 2.50 Completed 
[Koad Developme: ವ ್ಸ್‌ 
| ag [janutha Colony of _ \ Dakshina Kannada (BSE | Thannirupantha | Physical_intrastructure 500 5.00 Completed 
49 \Natkemar Road Dakshina kannada Bantwal Antady Physical_Infcastructure ತಿ 3.00 Completed 
Road Development 7 Faranceu ” 
g4 lot Thombe vilac Datshins kannada Bantwal Thumbe plysical_infrastructure 500 | 0.00 Yet_to_Start 
Coa Kepat Work Hom — ao | | 
52 [kulavuru-Dhumavathi _ Dakshina Kannada Mangalore Kulavoor Physical Infrastructure 2.00 0.೧0 Undor_Progress 
cod Repair Work Ady | - 
slots - i Oaiahia kannada | Mangalore Adyar physicai_infrastructue 5.00 5.00 | Completed 
ಒಟ್ಟು 4} | 165.50 135.57 
A! 
' ee 
: py Ey. 5}, 
| Expansion of Pipeline uatil Ratna 
1 Acharti House at Nondatike Udupi Farkola HNandatike orinking_water_Supply 2.00 2.00 Completed 
village, Karkata Taiuh ] 
Establishment of Solid & Liquid 1 74 Ulu Re 
2 Udupi Kundapura Sanitation 1.00 1.00 Yet_t. 
Resource Management (SRM) ಹ ನತ Gp 74 uiluru ; e1_to_Stan 
Development of rad font SR sr] 
Hatealive Dinesh Poojary House 
3 to Bojv Poojary House in Udupi Kundapura Kowshwara Physical_tnfrastructure 2.63 2.63 Completed 
Koteshwara Grama Panchayath, 
1 xundapuraTatuk 
Sevelopmen of Kacite Main T IN 
ತ 
4 oad to beach19d Udupi Udupi Badanidiyooru | Physical infrastructure 17.12 17.09 Completed 
Badanidiyooru Grama 
panchayath Udupi Taluk. 1 | ಎ] — 
il k 1s H H: PHC, 
s| Purchasing Instcumeots to “he FE dil osu ( C Heath _cae 0.21 0.21 Completed 
Hospitals [3 Karie) 
j 
Construction of drainage Near 
Hancharu Tharkate Anganavad Udupi grohmavaa | Mania Sanitation 218 218 Completed 
in Hatkuru Grama panchayath, 
brahmavara takit: 
l. ey —l 
establishment of Solid & Uquid | Nandalike Ne 
ud Karkalo Sanitation 1.00 100 Completed 
Resouice Management {SLRN) | pe GP Nondalise " pene 
pansion of pipeline Near I T 
santharu Subrahmanya Temple \ R Pe K 
8 kl _ Udupi Udupi santhoor Brinking_water_Supply 3.00 3.00 Completed 
at Muciorangadi Village, Udupi 
Tatu. a ] | 
¢ | €svabtishmmers of Solid & tigi a oda SN ರ 100 100 Comipicied 
Resource Management {SLAM} GP Shiva 
4 
0 | Most Damaged Zk Road in Udupi Udupi saber | Physical tofrastructure 45.00 45,00 completed 
Nalkur Village of udupi Yotuk ಲ |- 
Development of Moodujcddu 
11 |  roadinPerdooru Grama Udupi Udupi perdors | Physical_tnfrasuucture 5.00 436 Corupleted 
Panchayath, Udupi 1afuk 
pre Toe | ™ | 
Vandavu kokkanabailu to 
12 | andar Ketamane in Bitladi Udupi Grahmavara Vandaru Drinting_water_Supply 2.50 2೩42 Completed 
Grama Panchayath, Beahmavara > 
. TYatuk pl | 
Construction of open well in 
| k 
13| Beagoduvilage af Keduru Udupi Kundapura sedootu | Drinking water. Supply 5.00 335 Under_Progress 
grama panchayath, Kundapura | EW 
Taluk NS 
Repaic of Toilets in ET 
14 | Jayonthinagara, Ayyappanagar2, Udupi Karkala Kukkanduru Education 1.50 150 Completed 
FPosanotu. sl — 
Construction of Toilet in 
15 G.p.5choof, Marati & Udupi Brahenavora Nakuru Education 3.50 3.50 Completed 
IR Siddandikanamang hl - 
Repair of West Sarakari 
16] Somukta High School building Udupi Udupi sanipura Education 200 198 Completed 
in Manipura Grama Panchayath, 
Udupi Taluk ಗ . 1 T 
Purch3sing lnstruinents 10 the § 
17 udu! Karkala Health_care 0.59 0.59 Completed 
Hospitats pe | ke MANS (CHE, wate) | NTN Ee WE p 


Te wu ಸ 
18 | Grama Panchayath buildin Udupi Padubidri 1 Physical-infrastructure 5.00 4.98 Completed 
I haps Nes: ಸ 
Yerlapady 
purchas § amp; Kanai 
39 Purchasing Insteuments to the dap Kamp; Kanajaru Health_caré 0.39 0.39 Completed 
| Hospitals (prc, 
AAG | Balto} ವ A 
ಆಗ i alavibel ‘we f. id 
20 | Repair of Toiter in Malayibertu Kalya Welfare_or _Women_ant 0.20 0.20 Under progress 
Anganavic Ns Chitdren WE 
ion of bore welland 
insertion of pump and | 
21) expansion of pipeline near Udupi §{  Pernankita Drinking water_Supply 2.17 1.62 Under_Progress 
Jodukatre, Pernankila Vilage, 
CN udgni Tak SN Nk e 
Devel f lk Welfare_of_Women_and 
22| Development of Ulloru Kundapura 74 Utur ತ್ಮ. ವ 1.50 1.50 Under_Progress 
Anganavadi W 
EE Be ಕ 
Devclonment of Tappalu | 
23 | Upadhyayata mang road in Udupi tundapura |S BnKI30STIVEN| pp sical Infrastructure 10.00 9.95 Completed 
Shankaranarayzaa Grama a 
Panchayath, Kundapura Taluk 
OR ಸ 1 - 
Construction of drainage infront | / 
24 | of Cheskadi Grama Panchayath Udupi | Srohmavara Cherkadi Sanitaticn 2.00 1.50 Under_Progress 
Brahmavara Taluk | 
L NS 2 ವ ¥ 
Fe | j A 
} 25 | Establishment of Solid & Liquid ಬ Udupi [fodthadi ಹ 6 pe Voie 
Resource Management (SLAM) GP Yadthadi 2 
TT Deeiopment of ialrahctio So Wi SS ha ; 
26} Colony road in Kalya Vilage | Udupi | karkala Kairabettu | Physical_Infcastructure 15.00 35.00 Compteted 
L Kerkata Tatuk W Ke % ಕ 1 
Expansion of pipeline Near } 
27 | Parappade at Renjala Village, Udupi Karkala Renjaia Drinking _water_ Supply 1.00 1.00 Completed 
Karkata Taluk PN SS HE : 
ಮ Faw } 
28| Vented Dam repair Woik in Udupi Karkaia Shivapura 1 irrigation 236 2.36 Under_Progress 
8 _. Shivapura Vilage _ ಕ್‌ | 
t 
i Solid & Liquid | } hivspus Fe 
| 3 [sob shih of Sold uid. | Udupi Xarkiata |S NSpusa Sanitation 100 1.00 Completed 
| Resource Management {SLRaA) | GP Shivapura 
30 | Purchasing instruments to the Gdupi | dpi Shirva R Health _care 0.59 0.59 Completed 
Hospitals | { (Cc Shicva} % 
Construction of open.well near 
Ko 1ರ ಗadival ನ 
31 | *5ಡಿಗaಿಟಗರೆಟ ಸಿಗಸ೧ರೂ ಗaರಸv312 Udupi Brahmavara Kota Drinking_water_Supply 100 0.75 Under_Progress 
House in Kota grama ವ 
panchayath, Brahmavara Tatuk | | 
Repair of Hailad-Harkadi N ಜ್‌ 
32 | Government School building in ಆಪೆಟಭ Kondapura | Halladi- Harkadi Education 200 2.00 Completed 
[ Kundapura Taluk MEE ಲ 
331 Purchasing Instruments zo ihe | ಗ kundapuca Je ER pS ನ a 
y Hospitals SRN ನ {PHC , Kori) (i ಸ ಕ 
| p let in G.H.P.School n 
34 | Repair of Toilet in G.H.P.School, li ಕ ike Education 1.50 1.50 Completed 
¢ &. Parappadi 
dl RK 
insertion of Transformer, 
35 |, MotorElecurification and j dup Bikar Hiiyaaa | Drinking water Supply 5.00 3.75 Under_Progress 
Expansion OF Pipeline in Hilyana | ‘ | C 
Village of Brahmavara Taluk | 
f IProviding Water Tonks ] ( Welfsre_of Women_and 
36 Ud Karkala 5006 ರ - 0.10 0.10 Undei_p. 
Padubettu Anganavadi Nae ಸ ಅ9ತ children nder_Progress 
Develupment of road near \ 
p) i i | 
37 | Pafmart koddabbs temple Behi Udups Kapu © } Shia Physical_nfrastructure 5.00 4.96 Coiplcied 
Poojari House in Shira Grama 
Panchayath, Kapu Taluk | 
ಸ kl Sn - 
Development of road from ! 
Subrahmanya Templ | 
38 ubrahmanya Terplc to y dup {  Keps  } Mudarangadi } Physical infrastructure 5.00 496 Completed 
Samagara mane In Mudarongadi | f | 
Gratna Panchayath, Kapu Taluk 
_ ಲ N 
Development of road from Aradi j 
39 { Sheena Naik House to Paddy Udupi Bramavera | Billed; Physical Infrastructure 5.00 435 Completed 
“ | acharthi House in Billadi Grama 4p) ಸ Ws 4 ಗ 
Panchayath, BeahmavaraTatuk | 
0 | Purchasing Instruameais tae ನಶ Soda ಮಾ N 
40 Uduo Kavkal Health_care 0.32 0.32 
Hospitals SE } |} [PHC Belmar) B No Completed 
Santhoor 1 
t; f Ligui ್ಯ py 
7 Establishment of Solid & liquid Sanitation 100 1.00 Yet_to_ Start 
Resource Management {StRM) | ಸ್‌ 
Establishment of Solid & Liquid , 
೩2 Us Sanlration 100 1.00 ೭ 
Resource Management (SLR | YH | Completed 


FT Development of Khandige 102d Ny i | | 7 
43 in Belie Grama Panchayath, Udupi Kapu Belle Physical Infrastructure 4.00 3.96 Completed 
_ kapy Taluk ಸಾ HR _ 
Development of 103 iron 
padavu Shiipi Pra e 
py gu Shilpi Prakash House 'to Udupi Karkata Nitie physical_Infcastructuse 20.00 20.90 Completed 
Main road in Nitte Village K 
Karate Yalsk ಕದ } p 
. | Establishment J il 
pS ablishment of Sofi & Liquid dup! Nl Sanitation 1.00 Completed 
Resource Management {SLAM} Gr pal 
md Kin ad: 3 i | 
46 Hag ME ERIS 01S dup Udupi (PHC, Health_care [3 0.21 Completed 
Hospitals , 
ಟು ಮ ಗವ | saibrakattc) C 
EERE ದ್‌ Fare_of 1 
| Tonroiide wi Cyde Fecifty 10 ಸ ಗ i Welfare_ofaged_and_i Fr ಯ Yelle Sa 
ಹಗರೆ ನಂತ s sabled people . 
Developmest of 02d from ] 
Ankud inayat 
pS EGS: Udupi Kapu modarangadi | Physical_lafrastructure 5.00 496 Completed 
House in Belle Grama 
Panchayath. ಕ [. R 
೯ ಗ Weifare_of_aged_and di 
49 | Toprovide Tr Cycle Facility to Udupi Lid hiatal 'ಗೇ316_೦1_ಕ್ರೀಲೆ_ಎಗಲೆ_ 071 071 Completed 
Disabled Person ಭಿ jh sabled people NE 
Construction of open well near 
Kasanagundu Mutts Marakatthi 
50 | House in Manuru Village, Kota Udupi Brahmavara Kota Drinking _water_Suppiy 200 1.50 Under_Progress 
grama panchayatl, Brahmavara 
Taluk 
I | MY lace of ಥ್ರ 
1 |3. Developmen of Nayarkodu & a karts | Stivapua | efave-of Wornen_n ps 4 or 
Mukkani Anganavadics Children 
g , : 
52 | Construction & Rapsic of Totiet Udupi grahmavera vadthadi Education 150 1.50 Completed 
| in G.H.P School, Saibarakatie 
| fapair of Senool Building in iat a Yorlapady Education 1.32 1.32 Completed 
6.H.p School, Yariapady i 
Construction of Toile in » 
54 [Kundapuca Taluk Halladi-tarkadi | Udupi Kundapura | Haladi- Harkad: Education 2.00 198 Completed 
Government School building 
\ 4 vi 
55) Purchasing Instruments 10 the Udupi Udupi 74U lor Health_care 02 0.21 Completed 
' . Hospitals (PHC, Siddapura } ! 
Selopment of Chappanabertu 
road near Antekodlu 
56 [Sannamma Temple in Kandavara Udupi Kundapurs Kandavara Physical tnfrastructue 3.00 2.78 Completed 
Grama Panchayath Kundapura 
Jauk po i 
2]. opal Sool Bulag Udupi Karkalo 500ರ £ರಟಂಂಗion 100 1.00 Completed 
§ Sood village , 
ರ 
se] Development.of Kou Karmar Udupi Karkala kodi Kamar | Physical Infrastructure 15.00 15.00 Completed 
Vilage oad in Karkala Taiuk |, 4 ಣು ಮ _ 
ide Facil Weifare_ot_aged_end_d 
$4. To provide Tl Cycle faghuy to Udupi Kackala Kikondscru [Weare 070 0.70 Completed 
Disabled Person i sabied peopl _ 
Spas i Santhoor 
co | Puc ಗನ tothe Udupi Udupi (PHC, Heath_care | 0.21 0.21 Completed 
pa _ Mudarangadi) _ 1 
4 | Establishment of Soll & Liquid agi udus NK A 100 i Wek TSG 
Resource Management (SLRM) | G9 Nalkuru \ 
| | e Facility ರ್‌ Welfare caged and £ 
| ToprouideTe Cycle Facility to Udupi Karkala Renjala ಆ೫9೯ಆ_೦!_ನಟ್ಷತ್ಲ ಗಲ್ಲ! 0.73 071. Completed 
I Disabled Person A sabied people 1 
63 | Sablishment of Solid & Liquid Udupi Karkala Kukkanduru Sanitation 1.00 1.00 Yet_to_Start 
Resource Management {SLRM] GP Kukkanduru 
Supplementary development 
6a | Oks relating to the open well Udup) Kundapura Koravadi Drinking _water_Supply 4.00 4.00 Completed 
of drinking water in Kundapera 
Taluk Korawadi vilage 
Dealopment et Kuadapura 
Taluk Motahalli Gramma 
65 | panchayath Sarscundings Udupi kundapura | BidkaiKatte Heatth_care 3.06 3.00 Completed 
Bidkatkatte Village Primary 
Health Center _ ಸಾ 3 R 
Construction of bore well and 
py insertion of purnp in Udupi Brahmavard Karie Drinking_water_Supply 209 150 Under_Progress 
Brahrmavara Talek Karje village 
Mahalingeshwara 5 cents Colony 
Construction af check dam fo 
67 | eamiNala) ncar Santhosh Udupi Udupi pairampali | Physical tnfeastucture 5.00 3.35 Unde: _Progress 
gulal House So Baicampatti 
Village, Udupi Taluk y 


G8 | Purchasing Instruments to the (i Karka alas } Health_caré 0.32 0.32 Completed 
Hospitals (PHC, Pall)! - 
| 69 | epairof 2 Schoos Toilet in Udupi udu: Shirva Education 0.45 0.45 Completed 
Shinui Villoge 4 | & , 
Construction of bore well in 6h | 
70 | ard 5 cents colony of Shiriyara Udupi Brahmavars vara Drinking _water_Supply 1.00 0.75 Undes_Progress 
Grama panchayath Brahmavara ಸ 
3 Taluk KN J 
ರ i Ware_of_Women_and 
| 71; BPevelopment of Heskatturw Udupi Kundapora } Heskaturs | WelAre_of Women_an 0.30 0.30 Under Progress 
el Anganavadi 1 Children 
| Development of Belmar — i 
} p 
| 72 {Padibettu road in Belman Viliage Udupi Karkalg Belman j Physical _Infrastructure 15.00 15.00 Completed 
ig Karkala Taluk 1 _ NN ಧಾ 
4.Providing wash Basin, Tiles for Hf 
, Weifarc_of Women_and 
73} kiichen, Slippers stand to Udupi Udupi Santhoor lk Children 0.50 0.50 Under_Progress 
Santor Anganavadi Wy RY af ೫ 
|  Epansion of pipeline Near ] 
74} Galigudde at Shivapura Vitlage, , Udupi Rarkala Shivapura 7 Drinking_water_Supply 2.50 2.50 Compteted 
L. Karkals Taluk ವ ” 
¥ 
la i | Nanchar Ramp: 
| 75] “Casing Instruments to the Udupi Udupi Nalkury (PHC, Health_care 0.32 0.32 Cornpleted 
Hospitals } ಸ 
Kokkarne) - 
I Declopmentol Sn SO | | § 
\ ji , | ವ 
i 76] , *olaneya Tempe road in Udupi Kundapura | Kandavare } Physical infrastructure 2.00 1.50 Under_Progress 
| Kandavara Grama Panchayath ವ್‌ 
f Kundapsira Taluk pe § R ೭ 
: RR pS 
7 | Establishment of Solid & Liquid IE | dup Nenchar ಫಸ $b 100 Yet_to_ Start 
Resource Management (SLRM} | GP Nalkur ಗಂ 
SN Ee Building ia J A 
78 Udup: | Byndoor tos Education 4.50 4.50 Complet 
| Kadai, Hosuru & Methozuru y pi | ನರೆ 
79 | Establishment of Solid &, Liquid Udupi Karkala Renjala Sanitation 1.00 100 Yet_to_Stact 
Resource Management {SLRM} (GP Renjala} ವ 
ide Te jlity ] $ Welfare _of, di 
go | Toprovide Ti Cycle Facility to pre kati ಖಾ Welfare. 0f_aged_and_d 0.71 0.7 Completed 
pl Disabled Person ಹ ಭಿ sabled people 
f A pS : 
| g1 | Establishment of Sofid & Liquid ಸ | kami [Sood ತ 1.00 1.00 Corhpleted 
Resource Management (SLRIv) | GP Bciman 
Construction of additional 
1. 
92 { CS5S800m in Nooji Government Udupi Brahinavara Karje Education 5.00 3.75 Under_Progress 
Schoo! at Karje Grama 
Panchayath BrahmavaraTaluk / 
ena Toilet in G.H.P. I, | 
33 | "pair of Toilet in G.H.P.School, Udupi Kackala kalya Education 200 200 Completed 
Kalya & Kairabettu 
Expansion of Drinking Water 
pi i | 
34 | PPehne to Billadi Rayara mane Udupi Brahmavara Biladi 7 Orirking_water_Supply 2.50 1.88 Under Progress 
| |Mogavecra Colony in Brahmavar ೫ 
1 Taluk, Billadi Grama Panchayath 
Development of Gundyadka 
25 | Parappu road in Kukkandcoru Udupi Karkala Kukkandooru | Physical infrastructure 25.00 25.00 Completed 
Village Karkala Fatuk 
/ Construction of bore weil and 7 
insertion of pump and 
86 expansion of pipeline in Udupi Brahmavara Cherkadi Drinkiag_water_Supply 3.00 225 Under Progress 
Hosagaradi betty, Brahmavara | H ಸ 
Taluk Cherkadi Grama 1 
ol panchayath | We 
Expansion of pipeline Fon 
| g7| Kerdadduto Acabbinade at K \ 
37 Udupi Karkata Kukkandur king_water_Suppl 150 1.50 Compl 
Kukkendooru Village, Karkata sl SN ERE, ೨ರ 
MS Taiuk _ [ರ 
Development of Moodujeddu 
| 88 | ro8d in Perdooru Village, Udupi Udupi Udupi Perdooss {Physical infrastructure 4.00 3.97 Completed 
} Taluk 
Repair of Toitet in G.H.P.School, 
89 | Santhoorukopla & PU Coliege Udupi Udupi Santhoor Education 250 2.50 Completed 
yj Mudarangadi 
" Purchasing Instruments u 1h. Nandalks: 
} p 
90 | CNaSing Instruments to the Udupi | karkaia Heatth_care 0.21 021 Completed 
Hospitals [ fe) 
| 
TBevelopinant of Kondapurs SR ಸಾ J. 
ey Taluk Belve Primary Health Udupi Kuadanura i Physical_tnfrastructure 1.50 1.50 Competed 
a Center Road 3 :. : J 


Cevetop:nent of Haryadi 


| 
\ 
; ¢» | Mentaben rond ip Haskartiry | iii 

} . 


875 | 856 


village of Ko:pi Grama 


Panchayath Keadapuia Tatuk 


5. Providing wash Hasin, Hilesifor 


kitchen room, Sppers stz Wetfarc_of_Women_#nd| 
itchen room, Slippers stand, ೦೦.) ಎ 125 1.25 | Unciee_ Progress 


| ) 


— - —— — 


ಟರೆಬಭಕ Udupt ihirva ಇ 
wosquitn mesh for wiridlows 10 kd ' 4 ಸ children 


Shirva anganavadi 


Estabtishment of Sofid & Liquid 


Resource Management (SLKM} 


| veriapady GP 
Yerlapady 
establishment of Solid & Liquid | (W Fl 
i Udupi Udupi Sanitation 100 
Resource Management ISLRAA} lf Ps: GP kari 


gk ; ನ 


Sanitavion i090 |} 1.09 Completed 


Developnien of Kodu 


PS NEE WE 
Kantbaagವರೆಲೇ ೧೦೩ರ 10 ಓಂವಟ Udupi aps {Shiva physicol_tnfrastructure 5.00 5.00 | Completed 1 


| 

| li SE ಸ K ಸ ನ ನ A 

ಕ್‌ _ I 
| 


Udupi Brahinavare “arje Education 3.06 3.00 | Completed 


. providing Soorts infeasttucture 

to Karje Primary & High Schoof 

in Karje village. Brahma 
“Tatuk 


#97 


Development cf road 


fromt Main Road toBR 
98 iromMliyaru Main Road to 8 Udupi Kartala 200 3,00 Completed 


i Shetty House in Miyacu Willage, 


} Karkala Taluk 


Contruction of Open well in 

Kundapura Taluk Hombadi- | 

99 | Mandad: Grama panchayath i Udupi Kundapura {Vad 

; | Sarroundings Yadadi-Matyadi x { 

4 Village (Naradi Betar Coicny} | 

| F a _ 

Purchasing lpstrument tothe Udupi | Karkala 
Hospitals (PHC, lrvatburu} 


altar of_aged_and_di 


500 3.75 Under _Progress 


‘Renjaia 


| Health_care 0.31 0.21 Completed 


Ta provide Tri Cycle Facility io Udupi  Brahinavars Nakuru 074 071 Completed 
Disabled Person ನ 1 ನ sahled people | SP ಹ 

Rapair of School Building & 1 H 

‘ 102} Construction OF Toilet in Ullury- Udupi Kundapura 74 Ullur Education 3.50 3.50 | Centpieted 


74 & Varah Viftaps ಹ ರ ಬನಿ NS Re ಮ _ M ಬಿ 


Development of Maodu 
103) patimaru Mata Kumpk «0a in udup Udupi Pafimaru physical_infeastoucture | 5.00 \ ೩.85 ‘| Compteted 


PalimaruVillage, Udupi Tatuk 


Cpansion of Drinking Wate | 
Pipeline to Sth ward \ 
106} BrahmanagaA io Kundapura Udupi , Kundapura Koteshwars | orinking_watee_Suppiy 1.07 1.67 Completed 
T 


Tatvk, Koteshwara Grama H | 


\ 

| __ eanchavath IR p dd — 
7 
i 


Construction of bore well and 
insertion uf pump and 


305) expansion of pipeline in Kannaru i Udupi arahmavara | - therkadi Drinking _water_Supph+ 3.09 i 235 Under_Progress 


mudooru. 8rahmavaa Tatuk HM 
cherkadi Grama panchayath | 


ಹ 2s ಮ ಮ ಗ 
Shivapusa M 

i aka Heatth_care 0.52 052 Completed 
ಬರ aikala EC tei _ ‘omplete 


ಮ \ -. —— } ್ಣ 


Udupi Kundapurs | . Haladi piysical_lnfrastructure 3:00 | 225 Under_Progress 


Purchasing instruments £0 hE 


Sereloomem of Chocadi 
gailuniane road in 28- Halacdi 


107 
village of Haladi Grama 


Panchayath Kungapusa Taiuk 
Rapair of Schoot Building in - 
} Shivaptira Viilane 


Udupi 


| 
» 
{ | Ff ನ } 


Shivapta Education 2.00 206 Complcced 


Be fad ವಿ 


Construction of Totiet and 


ಈ 
ಐ 
ಈ 
py 
2 
° 


repair of class room i 
Brahmavara Taluk Mofkuru 
Vilage Ambarmakki Anganavadi | | 


Natkuru Education Completed 


| 
{ 4 
| 


109 | Udupi f Brahmasara 
H 


[:. SUFLCt # T K 
110 Us ERS \ Udubi | Udupi ae. A elare-ol Womens 6 
i RE | ; Chitdten 
Anganavadi _ ಜ್‌ | 
Dedopincn of Kodiberl | 
111] Colony oad in Neere Vilage dpi | | 
Karkals Tolube ESS SN RAR _ ಸಾ 
To provide Ti Cycle Facility to Weare of aged and_d RSS 
Disatled Person, sabled peopl 
; 


0.50 0.50 Under_Progress 


ಯ ವ SE | 


Neere Physical _loteastrucure 20.00 20.00 Completed 
| 


Udupi Karkais Nandatike Comuleted 


Héskattury 
GF Kosgi 


| 
Establishment of Solid & 


| Resource Management (SLRIA} 
Wk MEE 


Sanitation } 1.00 7 160 Yet to_Start 


Cgtablishenent of Sokd & Liquid 
gement (SLRt) 


Karksla 


Sanitation 


1.00 1.00 


Completed 


Resource Mas 


- 


Develepmen of Baje-koppala | 
roadin BammasabettuVillage, Y Udupi 
| 


Udupi Taluk 


I Developntent Of Serioors 
Subrahmanya Tenipie «02d in 
mudarangadi peama 


Kanu Tatu 


ath 


Physical Infrastructure 


10.00 


Completed 


| physicol_Inicastructure 


5.00 4.96 


Completed 


ಪಿಷ 


Construction of bore well and 
insertion of pump and 
Ldups 


| Construction of Ava ake Matt 
118] Anganavadi Building in Palimaru 
Village, Kapu Tatok 


Drinking water_Supply 


1.87 


Under _Progress 


Palimaru Education 


5.00 4.39 


Completed 


H 
Purchasing Instruments to th 


[A 


| 

_ ni pS SO 
| 
1 


| Hospitals 


Rukkandurs 
Heath_care 


0.21 


Compteted 


from 6ik 


|} ¥ Expansion of pipeliz | 
| ward Pinu Narayana House io | 
120 tatitha Poojari House in H Udupi 
Koteshuara G:ama-Panchayah, 1 
Kundapusa Tatuk 


Kundapura 


Drinking_water_Supply 


Koteshwara 


1.00 0.98 


Completed 


—Peudlopment of road fron 
kaflate Sathyanacayana Naik 
House wBefinabetiu Rama Naik lf 
House i 76- Haladi Vilage of { 
i 


Hatad} Grama Panchayath, 


Kundapurs 


taladi Physical_tnfrastructure 


3.00 


Under_Progress 


L KyadapuraTauc 

Development of Kuncdapura 
322 Taluk Bidkatakavte Primary 
Health Cente: Road 


Udupi 


Kundapura 


| 


i RE 
| 


Bidkatkatte | Physical infrastructure 


1.50 1.50 


Completed 


H Construction of bore wall and 
insertion of pump and 
123) electiification near Balkatta 
Shiva Naik House, Udupi Talck 
Athradi Grama panchayath  § 


dupi 


j 
TY Ff 
| 
f 


Bdupi 


Axcadi Drinking_water_Supply 


4.00 3.00 


Under_Progress 


Coniruction of Bore weil in ರ್‌ ್‌ 
Kundapura Taluk Kaiavara 
Grama panchayath 
Gs Vakvadi Vilage 


Udupt 


mane Colony} 


Vakvadi Drinking _water_ Supply 


| 


1.00 0.75 


Under_Progress 


Z.Conastruction of kitchen $77 


Hosavu anganavadi 


ಟರ! 


| 


Welfare_of Women_and 


Hosuru - 
_Children 


0.70 0.70 


Under_Progress 


} Udupi 
Rapair of Schooi Building & ್‌ 


4 126 Construction of Tolle: in Udupi 


Kl 
{ suahmavaa 
{ 


Nancharu Education 


3.00 3.00 


Completed 


_|__S.H.P School Nivarubetsu | 


Development of Kar ankilabewu 
road in Bola Village Karkata Vatuk} 


Physicat_nirastructure 


15.00 


Completed 


Education 


Completed 


1 
| Establishment cf Sofid R Liouid 
| Resouice Managumerr {SLR} 


Karkaio 


Sanitation 


1.00 - 1.00 


Yet_to_Start 


Belavana Development Project 
130} in Gandhi ground at Hiriyadka 
Village of Udupi Talk H 


Physical_lnfrastructure 


4.00 


Completed 


450.03 


ಒಟ್ಟು 


ಉಪ ನಿರ್ದೇಶಕರು 


